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The 22nd March , 1972 


No. 8930 - FR (PR )-71/7312.-- In exercise of the powers conferred by the proviso to Article 309 of the 
Constitution of India and all other powers enabling him in this behalf , the Governor of Haryana is pleased to 
make the following rules, further to amend the Haryana Civil Services and Posts (Revised Scale of Pay ) Rules, 
1969, namely : 


1. These rules may be called the Haryana Civil Services and Posts (Revised Scales of Pay) (2nd Amend 

ment) Rules , 1972 . 


2. These rules shall come into force with effect from 1st February , 1969 . 


3. In the Haryana Civil Services and Posts (Revised Scales of Pay ) Rules, 1969 , in the 

appended thereto : 


Schedule 


(i) For Sr. No. 3 and the existing entries against it at page 10 under the heading " Town and Country 

Planning Department" the following shall be substituted : 


1 


2 


3 


4 


3. Building Inspector (Sectional Officers) 


Rs 100--10-200 / Rs 200--10--280 / 
10-300 

15-430420_450 


( ii ) Against Serial No. 12 at page 28 under the heading " Health Department" in Col. 3, the brackets 

and words (with two advance increments to Matriculates ) shall be deleted . 


(iii) Against Serial No. 2 at page 21, under the heading " Public Works Department " in Col. 5 

the words and figures A Scale of Rs 1,300-50--1.600 is sanctioned for the existing incumbent 
as a measure personal to him " shall be added . 


(iv ) Against Serial No. 11 at page 20 under the heading " Transport Department" in Column 3 for the 

scale " 100—10--200 / 10_300 " the scale “ 100-8--140 /10—160 / 10—230 /10—300 ” shall be 
substituted . 


4. In the Haryana Civil Services and Posts (Revised Scales ot Pay) Rules, 1969 , in the Supplementary 
Schedule I , appended thereto : 


(i) For serialNo. 26 and the existing entries against it at page 2 under the heading " Health Depart 

ment" , the following shall be substituted : -- 
26 (i) Family Planning Field Worker/Media Maker /T.B . Multi 80—5—100 /5--150 Rs 120—5—160 / 
purpose worker /Miscroscope -cum -Pump Mechanic Rs 

5–200 
80—5—150 


( ii ) Projectionist-cum -Mechanic 


.. Rs 80-5100 /5— Rs 130—5—160/ 5--225 

150 


The 7th April, 1972 


No. 1044- FICW - 72 /11422.- In exercise of the powers conferred by clause (2 ) of Article 233 of the Consti 
tution of India and all other powers enabling him in this behalf , the Governor of Haryana hereby makes the follow 
ing rules further to amend the Punjab Financial Rules , Volume I, in its application to the State ofHaryana ,namely : 

1. These rules may be called the Punjab Financial Volume I (Haryana 4th Amendment) Rules, 1972 . 

2. Io the Punjab Financial Rules, Vol. I ( Herinafter referred to as the " said rulcs " ), in the table below 
rule, 19.7 , 


(a) against item (ii) of serial No. 3 for the existing entries in columns 3 and 4 respectively , the following 

shall be substituted , namely : 


(i) Public Works Department 


Full powers 


( ii ) Chief Engineers 


In all cases where the lease is for a period not exceeding 
two years 
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(b) against item (iii) of serial No. 3, for the existing entries in columns 3 and 4 respectively the follow 

ing shall be substituted , namely : 


Full powers 


" ) Public Works and Land Revenue 

Departments 


(i ) Chief Engineers 


In all cases where the lease is for a period not exceeding 
two years" 


© ) against serial No. 16 for the existing entries in columns 3 and 4 respectively the following shall be 

substituted , namely : 


" (i) Public Works Department, Irrigation Full powers . 

Branch 


( ii) Chief Engineers, Irrigation Branch 


Where the lease is for a period notexcceding two years" . 


3. In the said Rules , in the table below rule 19.15 , 


(a ) against serial No. 1, in Column 4 , for figures " 5,000 " occurring after " ( 1) Public Works " the 

figures “ 50,000 " shall be substituted ; 


(b ) against serial No. 1, in column 4 , for the figures “ 50,000 " occurring against the entry " Chief Engi 

neers, P.W.D." in column 3, the figures ** 10,000 " shall be substituted ” . 


+ 


N.N. KASHYAP , 

Financial Commissioner, Revenue & Secy . 

The 14th April , 1972 
No. DOL /HR /72 / 2557— . The Governor of Haryana is 

is pleased to select the following 
persons as Judges for supervision of the Weekly Draw to be held on 17th April, 1972. 

(i) Shri O.P. Malik , Examiner , Local Fund Accounts, Haryana , Chandigarh . 
( ii) Shri 

B.N. Vaid , Deputy Director , Industrial Training Department, 

Haryana , Chandigarh . 
( iii ) Shri Satnam Singh , Chief Auditor, Co - operative Societies, Haryana , 

Chandigarh , 
( iv ) Shri O.P. Mehant; House No. 829 , Sector 16 , Chandigarh . 
(v) Mrs. T. Trighatia , House No. 127, Sector 10 -A , Chandigarh , 

( Sd .) 

Deputy Secretary to Government, Haryana . 
DEVELOPMENT AND PANCHAYAT DEPARTMENT, HARYANA 

The 12th April , 1972 
No. 831 -IRDB-72/458.-- With reference to Haryana Government Notification No. 1328 -IRDB 
71/315 , dated 9th November, 1971 , the Governor of Haryana is pleascd to extend the term of the 
Advisory Cammittee constituted to examine ways and means of providing community latrines 
and improving sanitation in the rural areas of Haryana upto 8th April , 1972 , 

No-83- IRDB -72 /464. – The Governor of Haryana is pleased to abolish the Advisory Committee 
of Development and Panchayat Department constituted , 

-vide this department notification No. 
1328 -IRDB- 71 /315 , dated 9th November, 1971, with effect from 8th April , 1972 . 

J. S. SAROHIA , Secy . 
DEVELOPMENT DEPARTMENT 

The 18th April , 1972 
No. 2546-3ECDI- 72/4845.- Shri B. M. S. Bhatnagar , on promotion , took over the charge of the 
post of Assistant Director, Training in the pay scale of Rs 400-30—700 /40–1,100 in the Development 
Department, Haryana , Chandigarh on the fore noon of the 5th April, 1972 . 

2. It is also certified that Shri B. M. S. Bhatnaçar would have continued to officiate as Ilock 
Ievelopment and Panchayat Gfficer , but for his promotion as Assistant Director, Training . 

N. K. S. JHALLA , Dy. Sicy . 


